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LIMITED OFFICIAL USE FRANKFURT 0097 

STATE FOR A/SY/T FROM OIC/RTC 

E.O. 11652:N/A 
TAGS: ASEC 

SUBJ: FY 76 PROCUREMENT OE ALARM SYSTEMS 

1. COLUMNIATION WILL FOLLOW BY OM TO INSURE ACCURACY. 

2. RECOMMEND FOL NEW EQUPT BE ADDED TO OUR STOCKS: 

A. RADAR EENCE, SHORROCK SECURITY SYSTEMS, LTD. SHADSWORTH 
ROAD, BLACKBURN BBI, 2 PR, LANCASHIRE, ENGLAND. 

B. BURIED LINE PERIMETER ALARM, DIVER DETECTION DEVICES LTD. 

GRIFF CLARA, NUNEATON, WARSICHSHIRE, ENGLAND. 

3. RECOMMEND FOLTECHNIQUE BE FURTHER INVESTIGATED: 

(APPROX 30 ET MAX) INVOLVING A BEAM SUCH AS A MICROWAVE 
WITH CROSS-SECTION APPROX 8PT. PRESENT IR BEAMS TOO 
NARROW SINGLY, TOO COMPLEX IF USED IN MULTIPLE ARRAYS SUCH 
AS BIRDSEYE. PRESENT OMNI-SPECTRA EFFECTIVE ONLY ON LONG 
RANGE APPLICATIONS. 

4. RECOMMEND DISCONTINUE STOCKING BIRDSEYE SYSTEM AS TOO 
COMPLEX AND UNSIGHTLY. 

5. ALARM SIRENS HAVE PROVEN EFEECTIVE AND IN DEMAND EOR TROUBLE 
ALARM SYSTEMS. 
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6. TWO POSTS (LONDON AND COPENHAGEN) HAVE INDICATED DESIRE EOR 
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LOW-COST ULTRASONIC SYSTEMS FOR STAFF RESIDENCES. HAVE DISCOURAGED 
SUCH APPLICATIONS; DO NOT ANTICIPATE DEMAND THIS ARES. 

7. IF ALARM SYSTMES ARE PROVIDED FOR STAFF RESIDENCES, THEY 
SHOULD BE IN PREASSEMBLED KIT FOR INSTALLATION BY OCCUPANT. 

8. ADDITIONAL ASSESSORIES NEEDED: 

50 EA - CONNECTORS, MULTI-PIN, ALL WEATHER, SUCH AS 
AMPHENOL 165-10 AND 165-11-1000. 

2000 EA - WIRE TERMINATIONS, THOMAS & BELTS 18-14 
BLAKE 
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